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Dear readers-thank you for your support. 

The online magazine eOftalmo is growing rapidly, and the number and quality of articles submitted every 
month is increasing. At this moment, we would like to thank all of our collaborators, authors, and reviewers 
who help eOftalmo to continue on its way to becoming one of the most consulted magazine among Brazilian 
ophthalmologists. Please continue collaborating by sending videos, articles, and clinical cases. We welcome 
your contributions with open arms. 

Finally, a special thanks to the associate editors: Dr. Harley Bicas, Dr. Milton Ruiz Alves, Dr. Keila Monteiro 
de Carvalho, and our editorial secretary, Gelse Monteiro. Without your help, the magazine would not be possible. 

Consult our website and send your contribution! 


Carlos Augusto Moreira Júnior 
Editor-in-Chief 
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